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EVER NORMAL GRA 


SEALED UNDER AUTHORITY OF THE AGRICUL- 
TURAL ADJUSTMENT ACT OF 1938, AS AMENDED 


The United States Department of Agriculture cer- 
tifies that this storage structure for grain has been 
officially inspected and is hereby sealed pursuant to the 
provisions of the Agricultural Adjustment Act of 1938, 
as amended. 


_ Any person tampering with this seal, as affixed by 
the official inspector, or breaking or entering this struc- 
ture, or who in any manner interferes with the grain 

stored herein, unless authorized to do 
so, shall be subject to the provisions of 
the United States Criminal Code. 


MH OWrakwace 


Secretary of Agriculture 
of the United States. 
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